Full Name: 

Last Name: 

First Name: 

Job Title: 
Company: 

Business Address: 


Business: 

Business Fax: 

E-mail: 

E-mail Display As: 


Julianne Nassif 
Nassif 
Julianne 
Director 

State Laboratory Institute 

305 South Street 

Jamaica Plain, MA 02130-3597 

United States of America 

(617) 983-6651 
(617) 983-6662 

Julianne.Nassif@MassMail.State.MA.US 

Nassif, Julianne (DPH) (Julianne.Nassif@MassMail.State.MA.US) 
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